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Principal Sales Offices 

Headquarters: 1000 Westchester Avenue, White 
Plains, New York 10604 

Northeast Area: 1730 Cambridge Street, Cam¬ 
bridge, Massachusetts 02138 

Mid-Atlantic Area: 1701 North Street, Endicott, 
New York 13760 • 474 Fulton Avenue, Hempstead, 
Long Island, New York 11551 • 420 Broadway, Pater¬ 
son, New Jersey 07509 • 7800 Ogontz Avenue, Phila¬ 
delphia, Pennsylvania 19150 


This is the new 
Industrial 
Products 
Division of 
IBM 


Southeast Area: 3833 North Fairfax Drive, Arling¬ 
ton, Virginia 22203 • 4514 Broadway, West Palm 
Beach, Florida 33407 

Midwest Area: 370 West First Street, Dayton, Ohio 
45402 • 7700 Second Avenue, Detroit, Michigan 
48202 • 7321 Lake Street, River Forest, Illinois 60305 
• 245 Marquette Avenue, Minneapolis, Minnesota 
55401 

Southwest Area: 2911 Cedar Springs Road, Dallas, 
Texas 75219 • 3424 North Central Avenue, Phoenix, 
Arizona 85012 

Western Area: Monterey and Cottle Roads, San 
Jose, California 95114 • 3424 Wilshire Boulevard, 
Los Angeles, California 90005 • 9045 Lincoln Boule¬ 
vard, Los Angeles, California 90045 
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Industrial Products Division 
1000 Westchester Avenue 
White Plains, New York 10604 
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The new IBM Industrial 
Products Division markets a 
diversified line of electronic j 
components, manufac¬ 
turing and test equipment, 
scientific instruments and 
special systems. A number 
of these were originally 
developed for use in IBM 
research, engineering and 
manufacturing-as well as 
in IBM products. 


Parts and Components such as dry reed 
switches, 4 -, 6 -, and 12 -pole wire contact re¬ 
lays, permissive-make relays, regulated DC 
power supplies, and equipment, such as the 
static card reader, for data processing and con¬ 
trol systems. 

Manufacturing Equipment such as the 
component insertion machine and the per¬ 
cussive welder. 

Testing Systems such as the 7200-diode- 
per-hour component testing system (which 
can test many different sizes and types of com¬ 
ponents simultaneously). 

Scientific Equipment such as the mul- 
tiple-image Fly's Eye Camera. 

OEM Products such as IBM peripheral input- 
output equipment, coded-output numeric and 
alpha-numeric keyboards for original equip¬ 
ment data processing and process control 
systems. 

Instruments such as the set point station 
which links the computer to an analog control 
system. 
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DETACH AND MAIL REPLY 
CARD FOR ADDITIONAL 
INFORMATION 


My inquiry is for: □ Specific current application □ Possible future application □ Information only 

Please have your sales engineer: □ Phone immediately □ Call when next in this area □ Place my name on mailing list 













